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Message Text 


LIMITED OFFICIAL USE ADDIS ABABA 1275 

FOR AF/E -POST 

E.O. 11652: N/A 

TAGS: SWEL, ET.US 

SUB J : HARAR EYE CLINIC 

REF: STATE 22635 

1 . SEVERAL OF US RECENTLY RECIEVED LETTERS FROM DR. LAWRENCE 
KING OF INTERNATIONAL EYE FOUNDATION TELLING US OF HIS 
PLEASURE WITH EPMG MINISTER OF HEALTH S SUPPORT FOR CONINUATION 
OF HARAR PROGRAM, BUT INFORMING US OF IEF'S DESIRE TO 

CHANGE RUELESOF GAME BY MAKING IT IOINT MIN HEALTH, USAID 
AND IEF PROGRAM USAID HERE SENT TELEGRAM (ADDIS 1 170) 

INFORMING PRINCETON LYMAN WHO THEN IN STATES AND SUGGESTING 
HE GET IN TOUCH WITH KING TO DISCUSS MATTER. 

2. BELIEVE LYMAN HAS NOW LEFT FOR RETURN HERE, BUT IF HE 
DID CONTACT KING PRESUMABLY SOMEONE IN AID/W KNOWS IT AND 
IS AWARE OF RESULTS. SUGGEST YOU THEREFORE MAY WISH FILL- 
IN AND IN ANY CASE A LOOK AT 1 170 WHICH YOU MAY NOT 

HAVE SEEN. 
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